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There's a precision Sargent Lock to meet every architectural requirement 
Whether you select the unique IntegraLock, the remarkable new bored 

MagnaLock, the stylish SentryLock or the graceful new locksets of conven¬ 
tional Mortise Type ... the Sargent century-old of Highest Style, 

Engineering Leadership and Manufacv*.;-; V* our assurance of Quality. 




This patented unit is the only modern key-in-knob lock 
with deadbolt security, all conventional functions and 3- 
step installation. Nylon inset in the latchbolt, a simplified 
mechanism, steel moving parts, nylon bushings, oilite 
bearings, and a wide choice of tasteful trim . . . com¬ 
bine to make the IntegraLock "the lock most preferred 
• American Architects." 


The lock standard for more than fifty years, conven¬ 
tional Mcrlise Locks are chosen for security and durabil¬ 
ity. Sargent's popular heavy duty 7700 series, with 
anti-friction nylon insert in the latch-bolt, is now avail¬ 
able with exciting new screwless trim. These add a note 
of high fashion to the proven dependability and constant 
engineering advances of Sargent's standard mortise style 
locksets and latchsets. 



Ordering Prefix "76" 


• ’ . V 

Conform to Federal Specification Series 140 

For Doors . VA" (to 2!4" if so specified) 

Case . Cold rolled Steel, Zinc cronaclc plated 

Front 

and Strike Wrought Brass, Bronze, Aluminum 

Strike Box . Aluminum 

Latch Bolt . Extruded Brass with Nylon insert; Vi 

throw 

Dead Bolt Extruded Brass, W throw 

Guard Bolt . Extruded Brass 

■ 

Cylinder . Brass, 6-pin tumbler 

Attaching 

Screws . Phillips head, machine and wood. 

.V'-r; 




Series 7600 


Series 7700 

Ordering Prefix "77" 

Conform to Federal Specification FF H-106 Series 86 

For Doors . 1 3 4" and over 

(Specify when, ordering) 

Bolts . Brass, Vi" throw 

Front . Brass, Bronze, or Aluminum 

Strike . Brass or Bronze 

Cylinders . Brass 

Easy Springs ....Easy on latch bolt, firm on knob 
Two compression springs 

Reverse . Flat front, by removing cap 

Rabbeted front, not reversible 
Specify hand 

Turn Knobs . Brass, Bronze, Aluminum or Stainless 

Steel No. 127 

Adjustable Protected Fronts: 

Fronts can be adjusted at any angle from fiat to V*" in 
two inches 

Finishes: B, OB, OP, CM, P*, DCM, AN, K**, OK** 




B Design and Ring 525 only* 
ML and YM Designs only. 

HHHHH 


6700 Seri* 4 Mortise Locks Conform to Federal Specification 
FF H-106 Series 85 f° r u$e with 1%" and 1 %" doors. 

• dimens* ons: , 

back*®* 21/y'/ .front 8" x y'. ca5e 3%" x 
kntfk er >d cyl‘ n ° er spacing same as 7700 
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SYMBOL 

I 

U.S. NO. 

1! 

DESCRIPTION 

B 

i 

3 

» 

Bright Brass 

OB 

« 

4 

1 

Dull Brass 

P* 

1 

9 


Polished Bronze 

OP 

1 

10 

1! 

Dull Bronze 

CM 

•f 

26 

t 

Chrome (on Brass) 

DCM 

1 

26D 


Dull Chrome (on Brass) 

AN 

« 

28 

« 

Anodized Aluminum, Satin 

K* * 




Polished Stainless Steel 

OK** 

1 



Satin Stainless Steel 

r G2B Design 

8 

and Ri 

ng 525 and 526 

only. 

'GL, ML, GM, 

YL and YM Designs 0 

nly. 


locks 




An attractive new line of Heavy Duty Bored Lock and 
Latchsets. The MagnaLock offers an Exclusive built-in 
reinforcement that eliminates the need for special lock 
reinforcement in hollow metal doors. A self-adjusting 
front fits both flat and beveled doors and complete re¬ 
versibility without disassembly means perfect installation 
. . . never an upside down key. Quality parts of Brass, 
Bronze, Stainless Steel, as well as advanced use of Nylon 
as a latchbolt insert, bushings and bearings assure the 
ultimate in years of smooth, quiet perfect operation. 
Available in both 2 3 ,4" and 5" backset. 


To Specify Indicate: Finish, Series, Function, Design, Hand 
Examples: B - 77 05 - MR - RH 

fi _ 50* 05 _ YM 

* G means Guarctodr Itshh oo/f 


*7‘ T ffTJJ 5 


A highly styled medium duty unit, the SentryLock is 
rdeaiiy suii&d for fine homes, motels, apartment houses, 
small commercial buildings and shopping centers. Com¬ 
plete reversibility eliminates need for specifying door 
hand. A full 2!i" backset, (WILL FIT THE 2%" BACKSET 
CUT-OUT OF TYPE 160), non-loosening interchangeable 
roses and stainless steel retractors assure perfect main¬ 
tenance-free operation and lasting quality appearance. 
Also available with 5 " backset. 

SentryLock fits Type 160 Cut-out. 



Type 161 Cut-out 



Type 160 Cut-out 


Series 8 Line 
specifications Ordering Prefix "8" 

Fits Door Preparation for Federal Series 161 
For Doors ...... 1 W — 1 2 A" — 2 Va" on order 

Case .Hard Drawn Bronze 

Front . Wrought Brass, Bronze, Aluminum 

Strike, 

Curved Lip* Brass, Bronze, Aluminum 

Hand . Reversible and Swivel Fronts on Flat or 

Bevel Doors 

Latch Bolt . Extruded Brass with Anti-Friction 

Nylon Insert; Vi” throw 
Aligning Tube Brass Forging 

Keys . Two 

Cylinder . Brass, 6-pin tumbler 

Escutcheons 

or Roses .Wrought and Cast Brass, Bronze, Alumi¬ 

num and Stainless Steel 

Knobs Wrought and Cast Brass, Bronze, Stain¬ 

less Steel and Aluminum 

Minimum Projection from 1 3 A" Door face is 2%" 

P/a" Door face is 2 3 A” 

*with wrought Alumium Box 

Finishes: B, OB, P*, OP, CM, DCM, AN, K**, OK** 

*G2B Design and Ring 526 only. 

*GL, ML, GM, YL and YM Designs only. 


specifications 


Series 6 Line 

Ordering Prefix "6" 


I 

I 

I 

I 

I 

I 




Conform to Federal Specification Series 160 

For Doors . Pa" to \ 3 A“ thick 

Case . Steel, Zinc-dichromate plated 

Front . Brass, Bronze, Aluminum 

Strike, 

Curved Lip* ... Brass, Bronze, Aluminum 

Hand . Reversible, right-or left-hand 

Latch Bolt . Brass, V 2 " throw 

Aligning Tube High-pressure formed Aluminum 

Keys . Two No. 267 

Cylinder . Brass, 5-pin tumbler 

Escutcheons 

or Roses . Wrought Brass, Bronze, Aluminum 

(Rose E, cast) 

Knobs Wrought Brass, Bronze, Aluminum 

(Knob E, cast) 

Projection from P/i" Door is 2%" 

*with wrought Aluminum Box 

■ - 

Finishes: AN, B, OB, OP, CM, DCM. 


- . 



SARGENT & COMPANY 






























































LOCATION 


OPERATION 


Office, 
Dormitory 
or Motel Room 


24 By both knobs. Outside locked by inside push 

Key or inside knob releoses outside knob and insic* outre, 

(Closing door does not release outside knob c: 

Guarded latch bolt. 


integra[ock_ 


Not available 


Entrance 05 By both knobs. From outside by key. Outside knob 

or Office locked or unlocked by button. Guarded latch bolt. 


a 


Button in f*i 


Entrance 

I 


45 Both bolts from outside by key. Dead bolt from inside 
by turn lever. Latch bolt from both sides by knobs, except 
when outside locked by stop in front. 


o> 





I 

Hospital ; 
or Class Room ; 

I 


36 From outside by knob except when locked from outside 
by key. From inside by knob at all times. Both bolts can be 
held retracted by key. Guarded latch bolt. 


Class Room 


37 From outside by knob except when locked from outside 
by key. From inside by knob at all times. Guarded latch bolt. 


Class Room ! 03 From outside by key. From inside by turn knob to re- 

Dead Lock j ; tfact b °lt but not to project it. 


Store Room 
or Service 


04 From outside by key, inside by knob. Outside knob is 
rigid at all times. Guarded latch bolt. 


Store Room S ? 6 , bolt from botb s ' des b / key. Latch bolt from 

both sides by knobs. 


All Purpose j 25 Dead bolt from outside by key, from inside by turn 

or Store Room 15 ,ever * Laf ch bolt from both sides by knobs. 


25 By inside knob at all times. Outside knob locked by 
All Purpose i * ns, fj e push button ' opened by outside key. Key or inside 

or Store Room ! kn L ° b r . e,eoses buHon cxce P* bu ”on is turned with coin 

w while in depressed position. Closing door does not release 
button. Guarded latch bolt. 


Passage 


15 By both knobs 


Exit | j 06 By both knobs. Outside knob is locked and unlocked 

or Playcourt j j by stop button. Guarded latch bolt. No key operation. 


o> 


a 


o 


Not available 


afie> 


<0 


o 


o> 




Not available 




Cl 




CD 


Button in front 


m 

§t> 

im 


~ 

■ 






.V.v 




— 


_ 


‘Conform to Federal Specification Series 140 
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To Specify indicate: Finish, Series , Function, Design, Hand 
Examples: B - 77 05 — MR — RH 

B - 8G* 05 - YA1 

*G means Guarded Latch Bolt 
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(concluded) 


To Specify indicate: Finish, Series , Function, Design , Hand 
Examples: B — 77 05 — MR — RH 

B - 8G* 05 - YM 


mpnn«: 


(SunrrferJ Latch Bolt 




1 ' 

LOCATION 


I 

Exit 

or Playcourt 

r 

47 By outside knob except when locked by i.v.«c!c- key. £TTr 

From inside by knob at all times. Guarded latch boit 

© 

am 

© 

d 

I Patio 

I or Exit 

63 By both knobs. Turn button in inside knob locks or un- w * M ui 

locks outside knob. No key operation. Guarded latch bolt. ^ u " " ,Hu 

I Exit Latch [ 

13 By inside knob at all times. Outside knob rigid at all 
times. Guarded latch bolt. 

Not available 

1 I 1 

1 Public Toilet/ 16 By knob from either side except when outside knob is 

1 Stair, Exterior locked by inside key, then outside knob by key. Guarded 

1 Door latch bolt. 

1 1 I 

<0 

r©i 

s 

an 

® 


1 ! 

S : 

n Asylum j 

1 

17 Both sides by key. Both knobs rigid at all times. 
Guarded latch bolt. 

<0 

r© 

an 

© 

O 

I Hotel 1 

1 

50 Outside knob rigid at all times. From outside by guest 
, key, master or grand master key, except when inside turn 

lever (or push button) is used. Emergency key operates at 
i all times. Outside is equipped with indicator button. Guarded 

; latch bolt. 

as 

f© 

n 

© 

>n—Dead bolt by turn 

Z[U0 lever. Emergency key 

acts as shut-out key. 

1 Privacy t 

64 By both knobs. Can be locked from inside. 


i 

© 

dp-. Inside turn locks 

□J) and unlocks dead 

\ bolt lever. 

I . | 

1 Private Toilet 65 By both knobs. Can be locked from inside. Emergency 

I or Bathroom opening from outside. 

1 1 


n ~®" 

i 
u © 

—■, Inside by turn lever. 

Z|j ] Locks and unlocks 

deadbolt. 

I Communicating 

75 By both knobs. Can be locked on either side. Both 
sides must be unlocked for entrance. Guarded latch bolt. 

1 

' 

© 

i 

an 

1 Q 

tfi Two dead bolts 

4] I operate independ- 

nj— J ently by turn levers 

on each side. 

Dead Lock j 

3 21 By outside key. By inside turn lever. 

Not available 

| Dead Lock 

J 22 From both sides by key. 

Not available 

Knob Pulls j 

■j 94 Double Pull. Knob both sides. No mechanical opera- 
l tion. (93 one side only) 

f o 

1 

1 



Conform to Federal Specification Series 140 
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Inside knob releases 
button at all times. 
Special shut-out key. 
Fed. 161H 


a L o 


Dead bolt by turn 
lever. Emergency key 
acts as shut-out key. 


Not available 



Push button in inside 
knob locks outside 
knob. Inside knob or 
closing door releases 
button. 



Inside turn locks 
and unlocks dead 
bolt lever. 



Push button in inside 
knob locks outside 
knob. Inside knob or 
closing door releases 
button. 


Push button in inside 

knob locks outside 
knob. Inside knob or 
closing door releases | 

button. Emergency out¬ 
side button. Fed. 161L 



Inside by turn lever. 
Locks and unlocks 
deadbolt. 

Fed. 861 



Push button in inside 

knob locks outside 
knob. Inside knob or 
closing door releases 
button. Emergency out¬ 
side button. Fed. 160L 


>®oiiK} 


Locked by turn 
buttons in either 
knob. 

Fed. 161M 


H 


Two dead bolts 
operate independ¬ 
ently by turn levers 
on each side. 





Locked by turn 
buttons in either 
knob. 

O ) Fed. 160M 
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To Specify indicate: Finish, Series, Function, Design, Hand 
Examples: B — 77 05 — MR — RH 

B - 8G* 05 - YM 

*G means Guarded Latch Bolt 


INTEGRAIOCK 


MAGNAOCK 


Mortise Lock 


MORTISE 

Lock 



3 'H* 


L 


D1 


L 


GARFIELD DESIGN - G2B 
Rose: G — Cold Forged 
Knob: B — Hot Forged 
Rose Rings: — Wrought 


Note: MortiseLock trim does 
not have key in knob. 


ROSE RING No. 525 
Attractive accessory made 
for G2B design. Can also 
be used with other locks 
using G Rose. For Magna- 
Lock use 526. 

Finishes: 

"P" Polished Bronze 
"CM" Bright Chrome 
"B" Polished Brass 



n 

3% 


ARTHUR DESIGN - GA 
Rose: G — Cold Forged 
Knob: A — Hot Forged 


-2V- 


31 


T 

IV 

1 


HARDING DESIGN - GM 
(Not available in 
MortiseLock) 

Rose: G — Cold Forged 
Knob: M — Wrought 



T 

2V 

1 


|—2'V, 




CT 


TYLER DESIGN-YM 
(Not available in 
IntegraLock) 

Rose: Y — Wrought 
Knob: M — Wrought 


NOT SHOWN: 

CLEVELAND DESIGN— YL* 
HAYES DESIGN - YA 
TAFT DESIGN -YF 
HARRISON DESIGN - YR 
BUCHANAN DESIGN —YC 

Above trim-sets (Not illus¬ 
trated) using the "Y" rose 
are not available in Integra¬ 
Lock or MortiseLock. 
*StainIess Steel 



: 


&J 


MADISON DESIGN-HMR 
Brass, Bronze, Aluminum 
Escutcheons: Cold Forged 
Knobs: Cast 
(available with screw¬ 
less shank knobs) 


quick ^ 


Not Available 


EXIT DEVICES 


standard 


Not Available 




8" x 2i/ 2 " overall 


BRISTOL DESIGN - PB 
Brass, Bronze, Aluminum 
Escutcheons: Cold Forged 
Knobs: Cast 
(available with screw- 
shank knobs) 


10" x 3" 

PB No. 11 or 31 
Brass, Bronze 
Escutcheons: Cast 
Knob: Cast 

use with 5504,5516,5616, 
5406, 5413 


10" x 2!4" 

PB No. 811 or 831 
Brass, Bronze 
Escutcheons: Cast 
Knob: Cast 
use with 5804, 5813 


2 W‘ Diam. 


4-7700 Surface Application 
44-7700 Screwless Shank 
Knobs • Roses: Cold 
Forged Knobs: Cast 
Brass, Bronze, Aluminum 
(available with screwless 
roses No. 563) 


Not Available 


Not Available 




n 

C . . c 




4i 


15" x 314" overall 


7923 MR 

Double Handle Store Door Set 
Heavy Wrought Plate 
Cast Grip 

Brass, Bronze, or Aluminum 
Lock No. 6723 


Not Available 


Not Available 


BWllBflM.tifiV- i/V.iMfc .i-'.uLt'.iiiMim 
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r 

3% 

Sq. 

L 


— 2H —j 

to 


PIERCE DESIGN-PR 
Rose: P — Cold Forged 
Knob: R — Cold Forged 

MADISON DESIGN — MC 
Rose: M — Wrought 
Knob: C - Wrought 

McKinley design-ml 

Stainless Steel 
Rose: M — Wrought 
Knob: L — Wrought 





3?f. 


LOf 


w 


)t 


GRANT DESIGN - GR 
Rose: G — Cold Forged 
Knob: R — Cold Forged 

ADAMS DESIGN-AC 
(Not available in Mor- 
tiseLock) 

Rose: A — Wrought 
Knob: C—Wrought 

LINCOLN DESIGN - GL 
Stainless Steel 
Rose: G — Cold Forged 
Knob: L — Wrought 




FILLMORE 
Rose: G — 
Knob: F- 


DESIGN-GF 
Cold Forged 
Cast 


f . 

m - *V*- "Sw 


■ • tw? ' \ ■ ■ ■ 

1 . {*•• v -v f 

\3 


JEFFERSON DESIGN - FF 
(Not available in Mag- 
naLock or MortiseLock) 
Rose: F — Cast 
Knob: F — Cast 



JACKSON DESIGN-EE 
(Not available in Mag- 
naLock or MortiseLock) 
Rose: E — Cast 
Knob: E — Cast 




I 

IP 

M' 


o 

Kt 

Jq 

14" x 2%" overall 

Not Available 


No. 18 

use with 5504, 5604 
Extruded Brass, Bronze, 
and Aluminum 


Q; 


Q\ 




K-/ 


14" x 2%" overall 
7923 MA 

Double Handle Store 
Door Set 

Extruded Brass, Bronze, 

Aluminum 

Lock No. 6723 


No. 38 

us\ with 5566, 5666 
Extruded Brass, Bronze, 
Aluminum 


14Vi" x 2 W overall 
4123 MA 

Double Handle Store 
Door Set 

Extruded Brass, Bronze, 

Aluminum 

Lock No. 6723 


14’/ 2 " x 2%" 

No. 35 

use with 5566, 5666 
Extruded Brass, Bronze, 
Aluminum 


Not Available 


7 3 4" x 2%" 

No. 45 

Use with 5406 and 5413 
Extruded Brass, Bronze 
and Aluminum 


*1 .1 

( 

J ] 


• « 


14" x 2%" overall 


Not Available 


No. 48 

Use with 5406 and 5413 
Extruded Brass, Bronze and 
Aluminum 


No. 818 

use with 5804, 5904 
Extruded Brass, Bronze, 
and Aluminum 


No. 838 

use with 5863, 5963 
Extruded Brass, Bronze, 
Aluminum 


15" x 2Va" 

No. 835 

use with 5863, 5963 
Extruded Brass, Bronze, 
Aluminum 


814" x 2K." 

No. 845 

Use with 5706 and 5713 
Extruded Brass, Bronze 
and Aluminum 


No. 848 

Use with 5706 and 5713 
Extruded Brass, Bronze and 
Aluminum 
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trim 


Over 75 combinations of knobs, roses, escutcheons, metals, 
and colored vinyls make the SentryLock Line truly a decorative 
lock. Listed here are some designs often used in small com¬ 
mercial structures, motels, apartment houses, and fine homes. 


To Specify Indicate: 

(Finish) (Series) 
Examples: 


B - 
OB - 


6 

6 


(Function) 
G* 05 
G* 08-5" — 


*G Means Guarded Latch Bolt 
5" — Indicates 5 inch Backset 


r> 

1 ! 


p| 

!©J 

-2Wi 1 



LITCHFIELD DESIGN - KD 
Rose: K — Wrought 
Knob: D —Wrought 
For use with 2 1/2" or 5" 
Backset locks 


MYSTIC DESIGN HI¬ 
ND x 551 

Rose: N — Wrought 
Knob: D —Wrought 
Back Plate: 551 

For use with 5" Backset locks 


-2 Wi 


WILTON DESIGN-RD 

Rose: R — Wrought 

Knob: D — Wrought 

For use with 5" Backset locks 


MILLBROOK DESIGN - MS 
Rose: M — Wrought 
Knob: S — Wrought 


11V: 


- 2 *"-| 


STONINGTON DESIGN — BS 
Rose: B — Wrought 
Knob: S — Wrought 


WINDSOR DESIGN - WW 
Rose: W —Wrought 
Knob: W — Wrought 

Vinyl Knob and Rose In¬ 
serts in following colors: 
Mocha, Straw, Flamingo 
and Jet Black, 


DARIEN DESIGN-DD 

Rose: D — Wrought 
Knob: D —Wrought 


ESSEX DESIGN-EE 
Rose: E — Cast 
Knob: E — Cast 
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I 



STANDARDIZED « Conceived and buil! as a complete line for 
interior and exterior doors, rbe new Sargent door closer offeYs, for 
the first time, MATCHED MODERN DESiGN UNITS FOR ALL APPLICATIONS 
AND DOOR SIZES. Now you ton completely equip a building with just 
the right closer for each door ,. . and maintain a uniform 
contemporary feeling throughout. 


1. 1 5/8" maximum projection of surface applied 
closer body from face of door on all sizes. 
(Less than standard knob projection) 

2. Spring loaded lip type shaft seal to insure 
positive hydraulic sealing. 

3. Adjustment of valves by key control prevents 
unauthorized tampering. 


4. Line-bored bearing seats are machined directly 
in main closer body to insure accurate and 
positive alignment of the needle bearings, 


5. Guaranteed minimum spring life 1,000,000 
cycles tested from full 90° door opening to full 
closing. 

6. Arm pivots of heat-treated and ground steel 
operate in oil-impregnated sintered bearings. 

7. 1 1/2" maximum thickness of closer body in 
all sizes for ease of mounting concealed closers 
in standard 1 3/4" metal doors—closer body 
completely concealed. 

8. Standard concealed closer adaptable to mount¬ 
ing in a standard l 3/4" wood door with side 
finish plates. Full mortise cut-out easily pre- 

with hand carpenter tools. 


> 
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RECTANGULAR TYPE 

Sargent — Engineered for compactness and beauty the 
rectangular type closer offers complete door control 
with absolutely no sacrifice in efficiency over standard 
surface applied closers of equal closer size. 

Two standard surface closer mounting positions permit 
door opening to 130° and 180°. Perfect alignment 
of the needle bearings is insured by machining the 
bearing seats directly in the main closer body, rather 
than employing the conventional two-piece bearing 
assembly. Self-lubricating sintered bearings in the arm 
pivots reduce friction and assure trouble-free action in 
all working situations. 

FINISHES — Aluminum color (EN) and Bronze color (EP) 




STANDARD TYPE —40V SERIES 



■ dimensions & application 

SURFACE CLOSERS 



y.j 


standard 


Illustrated are Three Surface 
Installations . . . 

Standard on hinge side of 
door and Corner Bracket 
and Parallel Arm on stop 
side of door. 

50 Series cover Size x 

W x P/e" 

70 Series cover Size 4%" x 

9 Z A“ x P/e" 




■ arms 

1. regular arm without holder 

2. 90° holder arm 

3. 180° holder arm 

4. 90° fusible link holder arm 

5. 90°-180° fusible link holder arm for Parallel arm 
closers. 

All surface closer arms fit both 50 and 70 Series Closers 

in all closer sizesl „ 


The standard door closer features: 

• universal application without disassembly or change of 
parts 

• single two-speed valve 

• damage-proof helical coil spring 

• balanced spring mechanism for maximum efficiency for 
either right- or left-hand operation 

• leak-proof gland and aircraft type seal 

• double rack and pinion construction with precision- 
ground, one-piece malleable iron plunger 

• precision-machined plunger bored for perfect hydrau¬ 
lic fit 

• case of close-grained non porous cast iron 

• full 180-degree opening 

FINISHES: 

STANDARD — Dark Bronze (Furnished unless otherwise 
specified). 

TO ORDER — Aluminum Color (EN), Light Bronze (EOP), 
Flat Black (J), Prime Coat (PC). 
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To Specify indicate: (FINISH) (SERIES) (SIZE) 

Example: EN 5 3 

Also state arm or accessory . 


CONCEALED CLOSERS 


Illustrated are two 
concealed applica¬ 
tions. A stabilizing 
plate provides rigid 
support in 1 Va," wood 
doors. The full mor¬ 
tise cutout applica¬ 
tion illustrated can 
be made with com¬ 
mon carpenter tools. 



in a wood door 



60 Series case size 
2%" x overall WA" 
x 114" 


80 Series case size 
4&" x overall 11 2 A" 

x 114" 




•I 





arms 

1. regular arm without holder 

2. 90° holder arm 

3. 180° holder arm 

4. 90° fusible link holder arm 

All concealed closer arms fit both 60 and 80 Series 
Closers in all <:loser sizesl 


door closers 


application and selection 

series 

series type application 

50 Surface _ interior doors and light exterior 

60 Concealed do ors Sires 2, 3, and 4 _ 

70 S'.'rroc 1 ; exterior doors and heavy interior 

CciT-joclcd doors Sizes 4, 5, and 6 


interior doers 


width of door 


type ef closer UncIer 

application r8 » r8 « 3 . 0 " 

3'4" 3'8" 

•!Over 
4'0" 4'0" 

Standard 

—130° opening 2 2 

3 

3 4 >) 4 5 

Standard 
—180° opening 

Corner Bracket 
—150° opening 

3 

I 3 1 

■ 

i i 

4 4 

I 

1 

s 

5 5 

il 

3 

Corner Bracket 
—180° opening 3 

3 

^ 4 \ 

4 |s ; 

5 | 6 

Parallel Arm -j 3 

exterior doors 

a 

'i 

i 4 . 

! 4 i s \ s i 

width of door 

| 6 | 6 

type of closer ! Under 

application jj r6 „ . r6 « j 

'no", 

3'0" i 

3'4" 

3'6" ! 

4*0" 

Standard 

—130° opening 3 : 3 

4 

4 

i 

5 

1 

!! 5 : 

6 

Standard l| f] • 

—180° opening ^ 

Corner Bracket 
—150° opening 

4 : 

! 

5 : 

1 

5 : 

! 

6 

i 

6 

Corner Bracket 
—180° opening 4 

4 

1 

i 5 

5 

6 

j l 

i 6 

r _ 

Parallel Arm 4 5 

5 ; 

i 6 . 

i 6 

j “ 1 

1- 


■ arms 




Regular Arm without holder 
90° Holder Arm 
1 80® Holder Arm 

90° Fusible Link Holder Arm (Illustrated above) 

90°-180° Parallel Fusible Link Arm 

Parallel Arm — No Holder 

Parallel Arm — 90° Holder 

Parallel Arm — 180° Holder 


applications 


closer g 
number 

1 

type of door 

maximum 
size of door 

42V 

j light interior 

| 1%" x 2'8" x 7'0" 

43V 

1 

i corridor or office, wood or j 

; metal 

; IV 4 x 3'0" x 7'0" 

44V j 

j ordinary exterior 

1 214" x 3'0" X 7'6" 

45V 

j heavy exterior 

| 3" x 3'6" x 7'6" 

46V 

j extra heavy entrance doors; 
j of unusual height or 
width; refrigerator doors, 
j etc. 



To Specify Indicate: (FINISH*) (SERIES) (SIZE) 

Example: EN 4 3V 

Also Arm (e.g. Fusible Link) 
or Bracket. 

*Not necessary when Stand¬ 
ard Finish is required. 
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exit devices 




Exit devices are designed to save lives by pro¬ 
viding immediate Exit in case of etnergency. 
INSTANT RELEASE . . . even under extreme 
conditions ... is afforded by Sargent Stand¬ 
ard Exit Devices because of a simplified mech¬ 
anism of only two moving parts: a long actu¬ 
ating arm works directly on the latch bolt 
and gives a great mechanical advantage. 
Extra heavy cross bars are standard in all 
devices. Sturdy steel tube reinforcement for 
the cross bar is available. A bolt projec¬ 
tion provides positive latching. Adjustable 
strikes compensate for door warpage, and a 
bar locking device permits non-wearing push- 
pull operation. 

Matching design of rim, mortise and vertical 
rod types create harmonious appearance 
while allowing for the proper use of each. A 
wide choice of beautiful trim is available for 
all types of architecture and interior design. 
FINISHES: AN*, B, OB, OP, CM, DCM 
Cross bars now available in stainless steel 
and white bronze. 

*Cross bars and trim only. 


Center Case . Shell molded, brass or bronze 8" 

x 2 5 A" 

Hinge Stile Bracket Brass or bronze 4!4" x 2Va" 

Cross Bar Arms . Forged, brass or bronze 

Bar Locking Devices Two on each exit device. 

Screw %" dia. 

Cross Bar . 1" brass or bronze tubing — 

.062" (%") thick 
Stainless Steel Pins & Springs 

Latch Bolt . (car-latch type) 34" projection 

Cylinders . Brass or bronze 5 or 6 pin 

Bar Projection . 514" from door 

Doors . 1 %" to 234" thick (specify when 

ordering) (5863, regularly for 
doors P/4" thick, available on 
order for doors 1%") 

QUICK EXIT 




A high quality Exit Device featuring the exclusive 
jam-proof roll-back latch. The Quick-Exit Line is also 
available in all three basic types, Rim (5500), Mortise 
(5600), Vertical rod (5400) 

A guardbolt deadlocks the latchbolt to prevent picking. 
FINISHES: AN*, B, OB, OP, CM, DCM 
*Trim Only 

Cross Bars now available in stainless steel and white 
bronze. 

:ili-V 


No. m 

Outfit!* lrr.fi 
Standard v/ifh 
04 operation. ” 
e.g. 5304 


standard vertical rod 5700 series 


*For Alternate Trim See Pages 8 and 9. 


standard rim type 5800 


mortise type 5900 series 


No. 834 
Outside Trim 
Standard with 
63 operation.* 
e.g. 5963 


74 
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exit devices 


federal specifications 

Sargent "Standard Exit" Devices conform to the following 
Federal Specifications: FF-H-106a 
FEDERAL SPECIFICATIONS 


device 


type 


device 

type 

5710 

0 821 . 

P 

5904x 814 

820H 

5710x5710 


822 

li 

5904x 814x5710 822H 

5713x 831 


821K 

H 

5913 x 831 

820K 

5713 x 831 x 5710 fi 822N 

II 

5913 x831 x 5710 822K 

5804x814 

ij 81 OH 

8 

5910 

820 

5813 x831 


810K 

ii 

5910x5710 

822A 

5810 

810 

II 

ll 

580 Mullion 

811 






‘STANDARD 






OUTSIDE 

OPERATION 

INSIDE 


OUTSIDE 

TRIM 

5804 

Unit 

»cks by 


By key, by 

No. 814 


slight pres- 


handle when 

14/2" x 2%" 

5904 

sure 

on bar 


cross-bar is 

overall 




locked down 

Cast Brass 





from inside. 

and Bronze 

5710 

Unlocks by 
slight pres- 


None 

None 

5810 

sure 

on bar 



I! 

5910 





j ; 

! i 

5713 

Unlocks by 


Knob locked 

No. 831 


slight pres- 


or unlocked 

10" x 2 Vi" 

5813 

sure 

on bar 


by outside 

overall 




key. When 

Cast Brass 

5913 




unlocked, 
turn of knob 
allows door 
to be pulled 
open. Device 
remains un¬ 
locked until 

and Bronze 





locked by 
key. 


5863 

Uni 

ocks by 


Key locks or 

No. 834 


slight pres¬ 


unlocks 

14Vi" x 2 3 /4" 

5963 

sure on bar 


thumb piece 

overall 

Cast Brass 






and Bronze 

*FOR ALTERNATE TRIM SEE PAGES 8 & 9 



specifications (QUICK EXIT) 

Center Case .Shell Molding, 7W x 2Jf 6 " 

Hinge Stile Bracket Shell Molding, 4 Va” x 2%" 

Cross-Bar Arms .Shell Molding 

Bar-Locking Devices ..Two on each Exit Device 
Screw diameter 

Reinforced 

Cross-Bar . Force fit, 1" heavy brass or 

bronze tubing, Xt" thick (oper¬ 
ates either up or down) 

Latch Bolt .Extruded brass, 1" wide; dou¬ 

ble roll-back, 3 A" throw 
Springs and Pivots . Stainless Steel 
Minimum 

Stile Widths .Note: All 5600 devices require 

stile 4Vi" minimum width. 

5500 devices require 4" mini¬ 
mum stile. (Minimum stile width 
given is where the door stop is 
Vi" and strike #601 is used.) 


removable mullions 


for use v/th 5500 and 5800 Series Rim Devices 

9 provide same weather protection as single door 
. without using an astragal 

*> iJuk’Wy, easily removed for full double opening 
a provide- more rigid installation 
•» appearance 

eliminates need for vertiial rod device 

e permits use of rugged, easily installed rim 
devices on pairs of doors 

AVAILABLE IN STEEL OR ALUMINUM WITH OR 
WITHOUT STRIKES 

See Sargent Exit Device Catalog for complete details 
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PULLS 
1893 HMR 
Push Plate 
893 HMR 
15 x 3 Vi 
Forged 

Brass, Bronze, 

Aluminum 
Stainless Steel 




1620 MA 
Extruded 
Aluminum 
Stainless Steel 




T: 



1893 MA 
Push Plate 
893 MA 
14 x 3 Vi 
Extruded 
Brass, Bronze, Aluminum 


1536 

Cast 

Brass 

Bronze 

Aluminum 


(S 


364 

Extruded 

Aluminum 


HOSPITAL 
1545 
Cast Brass 
Bronze 
Aluminum 



SASH LIFT 


641 

Extruded 

Aluminum 


810 

Cast Brass, 
Bronze 


STOPS AND BUMPERS 
Cast Brass and 
Bronze 





NO. 30 


FLUSH BOLTS 
1116 
Forged 
Brass 
Aluminum 


NO. 20 


SASH FASTENERS 



357 

Cast Brass 
Bronze 




NO. 22 



NO. 66 


NO. 67 


Brass, Bronze, 


NO. 35 


Aluminum 


NO. 129 Door Knob Bumper 

/Ssk\ 



fi 


Brass, Bronze, Aluminum 







(her products 


NEW HAVEN, CONNECTICUT 


iliary Door Holders • Auxiliary Locks 
light Latches — Dead Locks — Locker Locks) 
Awning Pulleys & Cleats • Carpenters's 
• Chain Door Guards • Garden Tools 
Mortise Bolts • Padlocks • Pliers 
Residential Locksets ♦ Residential Entrance 
Sets • Storm & Screen Door Closers 
Catches 






. . 




i&l 


Form No. 

HwiBail 


u,h ° in U S A - 
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